Election Summary Report 

General Election 

COMMONWEALTH OF MASSACHUSETTS 
November 03, 2020 

Town of Arlington Official Results 

Registered Voters: 32,918 
Ballots Cast: 28,759 
Turnout: 87.37% 


ELECTORS OF PRESIDENT / 

LND VICE PRESIDENT 

Candidate 

Party 

Total 

% 

BIDEN and HARRIS 

Democrat 

23,671 

82.3% 

HAWKINS and WALKER 

Green-Rainbow 

149 

0.5% 

JORGENSEN and COHEN 

Libertarian 

232 

0.8% 

TRUMP and PENCE 

Republican 

4,381 

15.2% 

CARROLL AND PATEL 

Unenrolled 

4 

0.0% 

SIMONS AND ROZE 

Unenrolled 

1 

0.0% 

All Other Names 


113 

0.4% 

Blanks 


208 

0.7% 

Total Votes 


28,759 



SENATOR IN CONGRESS 


Candidate 

Party 

Total 

% 

EDWARD J. MARKET 

Democrat 

23,457 

81.6% 

KEVIN J. O'CONNOR 

Republican 

4,699 

16.3% 

*SHIVA AYYADURAI 

Republican 

114 

0.4% 

All Other Names 


16 

0.1% 

Blanks 


473 

1.6% 

Total Votes 


28,759 



* Known Write In 


REPRESENTATIVE IN CONGRESS 


Candidate 

Party 

Total 

% 

KATHERINE M. CLARK 

Democrat 

23126 

80.4% 

CAROLINE COLARUSSO 

Republican 

4809 

16.7% 

All Other Names 


21 

0.1% 

Blanks 


803 

2.8% 

Total Votes 


28,759 






















































































COUNCILOR 


Candidate 

Party 

Total 

% 

MARILYN PETITTO DEVANEY 

Democrat 

21974 

76.4% 

All Other Names 


178 

0.6% 

Blanks 


6,607 

23.0% 

Total Votes 


28,759 



SENATOR IN GENERAL COURT 


Candidate 

Party 

Total 

% 

CINDY F. FRIEDMAN 

Democrat 

23,154 

80.5% 

♦MICHAEL PAUL ROBBINS 

Unenrolled 

14 

0.0% 

All Other Names 


136 

0.5% 

Blanks 


5,455 

19.0% 

Total Votes 


28,759 



* Known Write In 


REPRESENTATIVE IN GENERAL COURT - 23 ^^ MIDDLESEX 


Candidate 

Party 

Total 

% 

SEAN GARBALLEY 

Democrat 

17910 

83.3% 

All Other Names 


104 

0.4% 

Blanks 


3,483 

12.1% 

Total Votes 


21,497 



Precints 1, 3 , 5 - 7 , 9 , 11 , 13-21 

REPRESENTATIVE IN GENERAL COURT - 24™ MIDDLESEX 


Candidate 

Party 

Total 

% 

SEAN GARBALLEY 

Democrat 

5825 

80.2% 

All Other Names 


23 

0.3% 

Blanks 


1,414 

19.5% 

Total Votes 


7,262 



Precints 2 , 4 , 8,10,12 


REGISTER OF PROBATE 


Candidate 

Party 

Total 

% 

TARA DeCRISTOFARO 

Democrat 

19309 

67.1% 

All Other Names 


511 

1.8% 

Blanks 


8,939 

31.1% 

Total Votes 


28,759 































































































QUESTION 1 - MOTOR VEHICLE REPAIR 




Total 

% 

YES 


21937 

76.3% 

NO 


5,623 

19.6% 

Blanks 


1,199 

4.2% 

Total Votes 


28,759 



QUESTION 2 - RANKED-CHOICE VOTING 




Total 

% 

YES 


17724 

61.6% 

NO 


9,978 

34.7% 

Blanks 


1,057 

3.7% 

Total Votes 


28,759 



QUESTION 3 - RENEWABLE ENERGY (24th Middlesex Only) 




Total 

% 

YES 


5495 

75.7% 

NO 


1,259 

17.3% 

Blanks 


508 

7.0% 

Total Votes 


7,262 



Precints 2, 4, 8,10,12 
















































